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MS 1 
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Determination of phosphate, sulfate and 
oxalate in urine by ion 
chromatography 373 
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Screening procedure for stimulant laxatives 
in urine using HPLC with diode array 
detection 131 

Phosphate 
Determination of phosphate, sulfate and 
oxalate in urine by ion 
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Highly sensitive GC-MS method for the 
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Platelet-activating factor 
Highly sensitive GC-MS method for the 
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silica gels coated with silicone polymer 73 

Protoporphyrins 
Determination of erythrocyte porphyrins by 
reversed-phase HPLC using capsule-type 
silica gels coated with silicone polymer 73 

Reduced haloperidol 
Simultaneous determination of very low 
concentrations of haloperidol and reduced 
haloperidol in human serum by a LC 
method 312 
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Screening procedure for stimulant laxatives 
in urine using HPLC with diode array 
detection 131 
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lective solid-phase extraction from 
serum 269 
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oxalate in urine by ion 
chromatography 373 

Tacrine hydrochloride 
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nescence detection 149 
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Automated capillary GC assay using flame 
ionization detection for the determination 
of topiramate in plasma 276 
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Determination of tranexamic acid in hu- 
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